Gold King Mine Spill R6 

Cumulative Cost Estimates Report 

8 / 13/2015 (Day 6) 


Funding 

Source 

EPA Cumulative 
Expended Payroll 

EPA Cumulative 
Expended Travel 

Cumulative 
Contract Costs 

TOTAL 

Cumulative Costs 
Expended 

Estimated Daily 
Burn Rate 

EPA 

$127,170.00 

$28,750.00 

$570,000.00 

$725,920.00 

$191,180.00 
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